In the name of Allah, the Most Gracious, the Most Merciful 


La faculté 

seek knowledge 


Copyright disclaimer 

"La faculté" is a website that collects medical documents written by Algerian assistant professors, 
professors or any other health practicals and teachers from the same field. 

Some articles are subject to the author's copyrights. 

Our team does not own copyrights for some content we publish. 

"La faculté" team tries to get a permission to publish any content; however , we are not able to contact 

ail authors. 

If you are the author or copyrights owner of any kind of content on our website, please contact us on: 

facadml6@gmail.com to settle the situation. 

Ail users must know that "La faculté" team cannot be responsible anyway of any violation of the 

authors' copyrights. 

Any lucrative use without permission of the copyrights' owner may expose the user to legal follow-up. 








Free database on 


www la-facu lte.net 


published for NON-lucrative use 


ELECTROCINETIQUE 


4.5 Générateur électrique. L'énergie électrique des charges diminue lors 
du déplacement de celles-ci, car la résistance électrique provoque la 
dissipation de leurs énergie. 

4.3.1 Dértnii iwn C’est un dispositif qui permet de renouveler l'énergie 
perdue de la charge lors de son déplacement. 


4^5.2 Caract 
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4.6 Récepteur électrique. L'énergie électrique des charges diminue 
lorsque celles-ci traversent un récepteur électrique 

4.0.1 Définition C’est un dispositif qui permet de transformer l’énergie 
électrique de la charge traversant le récepteur sous une autre forme. 
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4. y. 3 Mailles. 

1 ‘I 1 >* iiniit Dans un circuit électrique, l’ensemble des branches qui 

forment un circuit fermé est appelés maille 

4.7 l oi . U*-> 11». La somme algébrique de toutes les différences de 

potentiels dans un circuit fermé est nulle 
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